MARYLAND GASUALTY COMPANY 


STEWART MEDONALD, CHAIRMAN OF THE BOARD AND PRESIDENT 
BALTIMORE 3, MARYLAND 


AUDITING DIVISION 


G. MURRAY SEAL. 
ASSISTANT COMPTROLLER AND AUDITOR 
GEORGE W. ESER, ASSISTANT MANAGER 


